
Hit Ratio 

Dashboard Hit Ratio Report 



Report Details 

Report By: Robert Horton 
Time Frame: From 01-01-16 To 12-31-16 


Hit Ratio Count: 2 
Total Records: 1,045,242 


2 



1 


Contributor 

Record Type 

Records 

1 

Detections 

1,042,119 

2 

Hits 

3,123 


SCOTTSDALE POLICE DEPARTMENT - Use of this document is regulated by LAW for 
OFFICIAL USE ONLY, for the original purpose requested. Contact the originating agency 
for any questions regarding this material. 
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